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SUBJECT: CCMS: ENERGY CONSERVATION PROJECT 
REF: (A) STATE 121961 ( B) STATE 118031 

1. IN ADDITION TO PERSONS NAMED PARAS 1 AND 4 REETEL ( A), 

THE EOLLOWING PERSONS WILL BE ON US ENERGY CONSERVATION TEAM 
COMMENCING WITH VISIT BONN JULY 13, AND CONTINUING ON TOUR 
THROUGH LONDON JULY 20. 

DR. KENNETH G. KREIDER 
SCIENTIEIC ASSISTANT TO THE DIRECTOR 
INSTITUTE FOR APPLIED TECHNOLOGY 
NATIONAL BUREAU OE STANDARDS 
DEPARTMENT OE COMMERCE 

MR. JOHN COURT 
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DEPUTY ASSISTANT ADMINISTRATOR FOR PLANNING AND EVALUATION 
EPA 

MR. Wil l .TAM PORTER 
SPECIAL ASSISTANT TO THE DIRECTOR 
OFFICE OF ENERGY CONSERVATION 
DEPARTMENT OF INTERIOR 

MR. BARRY RIORDAN 
STAFF MEMBER 

COUNCIL ON ENVIRONMENTAL QUALITY 

2. REQUEST EMBASSIES EXPAND HOTEL RESERVATIONS REQUESTED 
REFTEL ( A) TO INCLUDE ABOVE AS APPROPRIATE. ADDITIONAL MEMBERS 
OF TEAM WILL BE ON SAME FLIGHTS AS NOTED REFTEL ( A). 

3. FOR COPENHAGEN: WE HAVE JUST LEARNED THAT THERE IS OVERNIGHT 
BOAT FROM COPENHAGEN TO OSLO, LEAVING COPENHAGEN ABOUT 1700 
AND ARRIVING OSLO ABOUT 0800. REQUEST EMBASSY OBTAIN PREFERABLY 
SINGLE CABINS WITH BATH FOR ALL MEMBERS OF US TEAM ON BOAT 
LEAVING COPENHAGEN EVENING OF JULY 16. PLEASE ADVISE COST OF 
TICKETS AND CONFIRM. 

IN ADDITION TO APPOINTMENTS REQUESTED BUILDING RESEARCH 
INSTITUTION ( SBI) IN REFTEL ( B). US TEAM WOULD PARTICULARLY 
LIKE TO DISCUSS " COMFORT METER" WITH ITS DEVELOPER, PROFESSOR 
VAGN KORSGAARD, TECK UNIVERSITY, HJORTECKAERSVEJ 99 KGS, LINGBY. 
TEAM WOULD ALSO LIKE APPOINTMENTS WITH TORBEN ENKEGAARD, HEAD 
OF THE CHEMISTRY DEPARTMENT AT F. L. SMIDTH COMPANY, A/ S 77 
VIGERSLEV ALLE, COPENHAGEN. ( FYI SMIDTH COMPANY HAS BEEN CON- 
TACTED IN US IN THIS RESPECT. END FYI) IN THIS LAST CONNECTION, 
PERHAPS EMBASSY COULD ARRANGE FOR GUNNAR IDORN, DIRECTOR OF 
RESEARCH AT THE CONCRETE RESEIRCH LABORATORY ( WHICH WE BELIEVE 
IS A PART OF SBI) TO JOIN US AT SMIDTH. TO ASSIST EMBASSY IN 
ARRANGING MEETINGS, SBI ADDRESS IS BORGERGADE 20, 1300 COPEN- 
HAGEN K ( TELEPHONE (01) 54- MINERVA 5630). AS WE UNDERSTAND 
SBI IS ULTIMATELY RESPONSIBLE TO MINISTRY OF HOUSING, WE WONDER 
WHETHER APPROPRIATE OFFICIALS GOD MIGHT NOT BE FROM THAT 
MINISTRY. OUR PRINCIPAL TECHNICAL INTEREST IN DENMARK INVOLVES 
RESULTS OF COMFORT METER TESTING, ENERGY CONSERVING CEMENT 
INDUSTRY OPERATIONS AND GENERAL DANISH EXPERIENCE WITH ENERGY 
CONSERVATION IN BUILDING. 

4. FOR OSLO: IN ADDITION TO INFORMATION CONVEYED HODSOLL/ 
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HAGGERTY TELCON, US TEAM IS PARTICULARLY INTERESTED IN ARRANGING 
APPOINTMENTS WITH SVEN ERIK LUNDBY, DIRECTOR OF THE NORWEGIAN 
BUILDING RESEARCH INSTITUTE, AND CIVIL ENGINEER HALLVARD HAGEN, 
HEAD OF THE DIVISION OF HEATING, VENTILLATING AND SANITARY 
INSTALLATION IN THE INSTITUTE. AS WE UNDERSTAND THE INSTITUTE 
COMES UNDER THE AEGIS OF THE ROYAL NORWEGIAN COUNCIL FOR SCIENCE 
AND INDUSTRY RESEARCH, IT MAY BE USEFUL TO TOUCH BASE WITH 
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APPROPRIATE OFFICIALS OF THAT COUNCIL OR ITS PARENT MINISTRY, 

IF ANY. OUR PRINCIPAL TECHNICAL INTEREST IN NORWAY INVOLVES 
ENERGY CONSERVATION IN BUILDINGS, PARTICULARLY FROM THE POINT 
OF VIEW OF BUILDING DESIGN. 

5. FOR STOCKHOLM: IN CONJUNCTION WITH DISCUSSIONS WITH APPRO- 
PRIATE MEMBERS INSTITUTE FOR MATERIALS TESTING, WE WOULD PAR- 
TICULARLY LIKE TO INCLUDE DR. INGEMAR HOGLUND WHO WE UNDERSTAND 
DOES RESEARCH IN SUPPORT OF THE INSTITUTE, AND BERTIL PETTERSSON 
WHO HAS PUBLISHED A PAPER ON TEMPERATURE MEASUREMENTS THROUGH 
THE USE OF INFRARED SENSORS. IN TERMS OF GOS ITSELF, WE PROBABLY 
OUGHT TO TOUCH BASE WITH APPROPRIATE OFFICIALS MINISTRY OF 
HOUSING AND LABOR. OUR PRINCIPAL TECHNICAL INTEREST IN SWEDEN 
INVOLVES TECHNIQUES FOR MEASURING ENERGY PERFORMANCE OF 
BUILDINGS AND GENERAL ENERGY CONSERVATION IN BUILDINGS. 

6. FOR PARIS: THE PERSON WE ARE PARTICULARLY INTERESTED IN HAVING 
DISCUSSIONS WITH IN FRANCE IS DR. GERARD BLACHERE, DIRECTOR OF 
THE CENTRE SCIENTIFIQUE ET TECHNIQUE DES BATIMENTS ( CSTB) 

IN PARIS ( TEL: 288.81.80). IN ADDITION, WE SHOULD UNDOUBTEDLY 
HAVE CONVERSATIONS WITH APPROPRIATE MINISTRY OFFICIALS. 

OUR PRINCIPAL TECHNICAL INTEREST IN FRANCE INVOLVES GENERAL 
ENERGY CONSERVATION IN BUILDING AND INDUSTRY WITH SPECIFIC 
REFERENCE TO THE USE OF ARCHITECTURE IN THIS RESPECT. 

7. FOR LONDON: THE DIRECTOR OF THE BUILDING RESEARCH ESTABLISH- 
MENT ( UNDER DOE) IS DR. JAMES B. DICK. THE BRE IS WE UNDERSTAND 
LOCATED IN WALKFORD ( TEL:477- 70-70). IN ARRANGING APPOINT- 
MENTS, REQUEST EMBASSY VERIFY THAT WALKFORD IS A SHORT TRAIN 
RIDE FROM LONDON AND SUPPLY US WITH GENERAL INFORMATION AS TO 
TRAINS AND SCHEDULES INVOLVED. WE SHOULD ALSO LIKE TO DISCUSS 
PROPOSED PROJECT WITH APPROPRIATE DOE OFFICIALS ( PERHAPS ALSO 
GEOF CRANE IN CENTRAL UNIT ON ENVIRONMENTAL POLLUTION). 

OUR PRINCIPAL TECHNICAL INTEREST IN UK INVOLVES LONG RANGE 
RESEARCH AND PLANNING AND BUILDING CODES. 

8. FOR ALL POSTS: WE REGRET ADDITIONAL REQUIREMENTS IMPOSED ON 
ADDRESSEES, BUT REQUEST POSTS TO USE BEST JUDGMENT IN WORKING 
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OUT APPROPRIATE SCHEDULES DRAWING ON ABOVE AND REFTELS. IN THIS 
RESPECT, POSTS SHOULD BEAR IN MIND THAT IN ADDITION TO TECHNICAL 
INTERESTS INVOLVED TEAM WILL NEED TO DISCUSS GOVERNMENTAL 
INTEREST IN PARTICIPATING IN CCMS PROJECT IN ENERGY CONSERVATION 
AREA. PLEASE REPORT SCHEDULES BY COB JUNE 29. ALSO REQUEST 
PTS TO APPOINT CONTROL OFFICER AND ASSIST US TEAM. ROGERS 

UNQUOTE. ROGERS 
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